THIS SCHEMATIC IS fURNISHtO ONLV FOR TEST «N0 MAINTENANCE PURPOSES. THE 
CIRCUiTS ARE FROPRIETAHV IN NATURE AND SHOULD BE TREATED ACCORDINGLy 
COPYRIGHT 1967 BV DIGITAL EQUIPMENT CORPORATION 


UNLESS OTHERWISE INDICATED: 
RESISTORS ARE I/4W, 5% 
DIODES ARE 0664 
E7 THRU EI9 ARE TEXAS 

INSTRUMENT SN7440N OR 

FAIRCHILO U6A9009S9X, 

PIN 14 = + l.ev; PIN 7= -3V 
El THRU E6 ARE PAlRCHILD 

U6A903059X. PIN I2-+I.8V; 

PINSi'-SV 
ONE .OIMFD ON EACH IC GOING 

FROM tl.ev TO GNO. TOTAL OF 19 CAP. < >- 
ONE .OIMFD ON EACH IC GOING 

FROM -3V TO GNO. TOTAL OF 19 CAP. 
R2 THRU RI7 ARE 6,600 
RI8 THRU R29 ARE 3,900 
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DEC FORM NO. 
DRC 102 



